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EXPLANATION. 

THE  Journal  is  kept  on  the  fouth  fide,  and  near  the  middle  of  Patep 
nofter  row,  which  is  51  feet  higher  than  the  bed  of  the  river  Thames. 
The  indruments  ufed  are,  a  perpendicular  Barometer  with  an  open  ciftern, 
two  Fahrenheit's  Thermometers,  and  a  De  Luc's  Hygrometer;  the  latter 
being  a  new-invented  inilrument,  it  may  be  nece/Tary  to  mention  that  the 
point  of  extreme  drynefs  is  o,  and  that  of  extreme  moiilure  lob.  The 
Journal  of  each  month  is  divided  into  nine  columns,  which  contain  as 
follow : 

1 .  The  Day  of  the  month,  with  the  letter  N  or  F  affixed  to  that  on  which 
the  moon  is  new  or  fijll. 

2.  The  Hour  of  obfervation,  morning  and  afternoon. 

3.  The  height  of  the  Barometer,  in  inches  and  100  parts :  it  is  placed  in 
a  room  on  the  ground  floor. 

4.  The  degrees  of  the  Thermometer  out  of  door,  facing  the  north*. 

5 .  The  degrees  of  the  Thermometer  in  the  houfe,  placed  in  a  pafTage  at 
tlie  bottom  of  a  flaircafe,  where  there  is  up  fire-place. 

6.  The  degrees  of  the  Hygrometer,  which  is  placed  clofe  to  an  outward 
door  conftantly  open  in  the  daytime. 

7.  The  degrees  of  Cloudiriefs;  the  fun  being  frequently  obfcured  v/ith  3, 
and  feldom  vifible'  with  4 ;  but  when  h  is  inferted,  the  atmofphere  is  fo  hazy 
above,  and  when  /,  fo  foggy  below,  that  no  diftindion  of  clouds  is  per- 
ceptible. 

8.  The  point  and  force  of  the  Wind ;  3  being  rather  briffe,  and  4  blowing 
flrong. 

9.  Further  obfervations  and  intermediate  alterations  of  the  Weather;  in 
which  the  period  [.]  and  colon  [:]  are  ufed  to  denote  a  fpace  of  time  between 
any  change,  the  latter  being  a  diftinftion  for  midday  and  midnight. 

The  Medical  Obfervations  are  communicated  by  a  Friend. 

*  This  inftniment  appears  to  be  about  5  degrees  higher  in  the  greateft  cold  of  win- 
ter and  heat  of  lummer,  than  a  fimilar  inftrument  at  a  village  fix  miles  weft  from 
London  ;  but  this  is  only  to  be  conlidered  of  tranlient  cold  or  heat,  for  on  a  conti- 
nuance of  either  the  variation  is  trifling.  The  difference  may  be  cav:fsd  by  tlie  multi- 
tude and  clofyiefs  of  buildings  in  the  city,  which  pi  events  a  free  circulation  of  air,  by 
the  great  number  of  fires  in  the  hoi'fes  in  winter,  and  by  refleftion  of  the  fun's  heat 
from  fo  many  brick  walls  in  fummer. 
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FROM  the  uncommon  mildnefs  of  the  winter,  coughs,  afthmas,  rheu- 
matifins,  and  thofe  other  complaints  which  are  ufual  at  an  advanced 
period  of  life,  have  been  very  moderate,  and  a  much  fmaller  number  than 
ufual  of  old  people  died  ;  pulmonic  complaints  likewife  have  been  mild,  but 
fevers  of  a  putrid. tendency  prevailed,  and  provedrather  fatal;  all  the  difeafes 
which  occurred  in  the  early  part  of  January  ha'd  that  tendency.  Smallpox 
likewife  and  meafles  (which  at  this  feafon  of  the  year  ufed  to  lay  dormant) 
were  frequent,  but  in  general  mild,  particularly  the  latter.  Scarlet  fever 
appeared  here  and  there,  but  in  general  mild,  and  with  no  particular 
fymptoms.  Toward  the  end  of  the  month,  a  catarrh  became  fo  frequent 
as  to  merit  the  diftindion  of  an  epidemic — the  throat  and  fauces  were  in 
general  flightly  inflamed,  which  in  moft  cafes  feemed  to  be  continued  to  the 
bronchiae,  and  was  accompanied  with  llraitnefs  and  tightnefs  of  the  chell ; 
hoarfenefs  was  a  conftant  fymptom,  and  in  general  there  was  a  dry  trouble- 
fome  cough,  accompanied  with  confiderable  heat  of  the  fkin  ;  the  pulfe  were 
frequent  but  not  ftrong ;  an  expeftoration  in  general  took  place  in  two  or 
three  days,  the  fkin  became  moift,  the  urine  depofited  a  fediment,  and  the 
dlfeafe  gradually  difappeared.  It  was  neceflary  in  the  cure  of  this  difeafe, 
to  ufe  the  lancet  with  caution,  on  account  of  the  general  tendency  of  difeafes 
at  this  period,  though  the  blood  when  drawn  was  in  general  fizy  and  in- 
flamed ;  the  antiphlogillic  plan  with  fquills,  and  the  application  of  blifters 
to  the  chell  and  fauces,  in  general  relieved,  though  the  patients  mended  but 
flowly.    It  rarely  proved  fatal. 
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np  H  E  catarrhal  fever,  which  commenced  the  latter  part  of  laft  month^ 
continued  to  increafe  till  about  the  middle  of  this ;  when  it  began  to 
decline.  It  ftill  hou'cver  continued,  though  more  rsye,  and  the  fymptoms 
were  uniformly  the  fame  as  before  ;  children  (efpecially  thofe  under  fix 
years  of  age)  were  the  mofl;  frequent  objeds  of  this  difeafe,  and  though 
thofe  of  a  more  adult  age  did  not  efcape  it,  yet  it  rarely  attacked 
any  of  a  more  advanced  one.  The  fcarlet  fever,  in  a  mild  form,  flill 
prevailed,  as  did  the  fmallpox  and  meafles ;  the  latter  became  remarkably 
frequent,  with  all  the  fymptoms  unufually  mild,  the  cough  (which  is  in  ge- 
neral a  very  diftrelTrng  fymptom)  moderate,  and  the  peripneumonic  fymp- 
tom,  with  the  general  aftedion  of  the  lungs,  fo  moderate  as  fcarcely  in  any 
infiance  to  require  bleeding. 
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Weather,  &c. 


.  rain  and  more  wind 

.  little  rain,  fine  niglit:  /howcr  of  hail  snd 
■  ^^°"<^y  [r.in 
.  little  rain,  flormy  nijht :  lefs  wind 

.  lefs  wind,  clear  night 

.  clear  night 
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.  wind  E.  litile  rain  at  night 

.  dear  night 
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.  more  wind,  cloudy  night 
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.  lefs  wind  :  cloudy 
.  line 


hazy,  more  wind  :  cloudy 


.  fine 

.  lefs  wind,  cloudy  night  :  rain 
.  more  wind  :  little  rain 
.  lefs  cloudy,  lefs  wind 
,  fine 

.  cloudlefs  eve  but  hazy 
.  very  foggy,  fine 
.  thick  upward 

.  fine,  more  wind  S  and  cloudy 
-.  lefs  wind  and  much  rain  :  fine 

.  much  rain  at  night 
.  fine  :  cloudy 

.  gentle  rain,  lefs  cloudy  night 

.  little  r,iin.  chiefly  fine 

.  flrong  halo  lound  the  moon  :  cbudy 

hazy 

hazv.  little  wet  at  night 

drizzling,  rain 

little  rain,  fine:  cloudy 

.  much  gentle  rain 

gentle  rain,  fhowers  and  fine 

hazy 

.  cloudy,  gentle  rain 
much  gentle  rain 
.  little  wet 

.  more  wind  ;  little  fnow  and  rain 
fnow  and  rain,  fair 


:  little  fnow 

little  fnow.  fine  with  little  fnow  at  timci 
.  clear  night 
,  lefs  cloudy  but  hazy 

Thcrmomeier  32  at  night 


hazy, 
hazy 
hazy 
hazy 
hazy. 


wind  Wt  foggy  night,  cloudy 


fr,!: 
JitU. 
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Observations  on  the  Diseases  in  March  1793. 

TH  E  change  which  took  place  in  the  flate  of  the  atmofphere  in  the  early 
part  of  this  month,  produced  a  very  material  alteration  in  the  prevail- 
ing difeafes ;  the  weather  continued  mild  till  the  fixth,  when  the  wind 
changed  to  the  northeaft,  it  then  continued  either  to  the  eaftward  or 
northward  till  the  13th  (the  day  after  the  new  moon)  when  it  fuddenly 
changed  to  the  fouth  fouthweft,  and  the  thermometer  rofe  ten  degrees ;  it 
remained  either  to  the  fouthward  or  weftvvard  till  the  ^4thj  when  on  its 
change  the  thermometer  funk  nine  degrees,  and  it  continued  to  the  northward 
or  eaftward  to  the  end  of  the  month. 

Thefe  changes  muft  naturally  afle£l  the  human  fratne,  and  in  confequence 
of  the  acceflidh  of  cold,  which  commenced  on  the  fixth,  perfons  afflifted  with 
the  mealies,  which  were  before  unufually  mild,  began  to  fufFer  fevere 
peripneumonic  fymptoms,  and  it  confequently  proved  more  fatal  ;  glandular 
enlargements  were  likewife  frequent  from  the  application  of  cold  to  the 
furface  of  the  body  ;  but  the  moft  prevailing  difeafe  was  a  fore  throat, 
occafioned  by  fmall  apthous  ulcerations,  evidently  arifing  from  increafed 
fecretions  of  an  acrid  nature  in  the  prima  •via  5  it  was  ealiiy  cured  by  the 
ufe  of  gentle  laxatives  and  abforbents.  The  fmallpox  was  much  lefs  fre- 
quent; but  regular  incermittents  occurred  very  frequently  ;  they  were  almoft 
conftantly  attended  with  large  fecretions  of  acrid  bile,  which  it  was  neceffary 
to  remove  by  emetics  and  mercurial  purgatives ;  afte  r  which  the  difeafe 
readily  yielded  to  the  Peruvian  bark  in  moderate  dofes,  frequently  re- 
peated* 


1793- 
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Meteorological  Journai,,  April  1793. 
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Observations  on  the  Diseases  in  April  1793. 


THE  difeafes  of  this  month  were  very  little  different  from  thofe  of  the 
laft ;  rheumatifm  prevailed,  and  the  fmallpox  increafed  in  frequency, 
but  were  very  mild.  In  the  neighbouring  villages,  to  the  fouth  and  fouth* 
weft,  a  malignant  fcarlet  fever  prevailed,  and  proved  very  fatal.  There 
have  been  many  cafes  of  croup,  which  is  in  general  a  very  rare  difeafe, 
though  it  had  indeed  appeared  laft  winter,  and  in  the  preceding  autumn. ,  This 
has  moll  likely  been  owing  to  the  large  proportion  of  wet  weaiher ;  and  the 
obfervations  of  Dr.  Home  ftrengthen  this  opinion  :  he  fays,  in  his  excellent 
treatife  on  this  difeafe,  that  it  occurred  much  more  frequently  in  the 
neighbourhood  of  the  fea,  and  in  wet  and  marlhy  fituations,  than  in  any 
other.  It  is  almofl;  needlefs  to  obferve,  that  in  nearly  every  inftance  it  proye| 
/atal.  * 
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Meteorological  Journal,  May  1793. 


Weaiher,  &c. 


.  littie  wet  at  limes 
.  gentle  rain  at  times 
.  frequent  IhowerJ 
.  hail  and  rain,  (howers 
hazy,  more  cloudy 
.  litile  rain  at  times 
hazy  :  cloudy 
:  liCile  rain 
.  little  rain  at  times 
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fine  night 
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cloudy  eve 
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.  hazy  night 


fair 

:  little  raiq 
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cloudy  eve : 

cloudy 
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fine  night 
fi.ie 
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,  fine 


hazy,  cloudy 
.  fine 


fioe 
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Observations  on  the  Diseases  in  May  1793. 


THOUGH  this  month,  on  the  whole,  proved  tolerably  healthy,  yet 
the  fmallpox  was  rather  frequent ;  for  this  being  generally  confidered 
as  the  feafon  moll  favourable  to  inoculation,  it  fpread  from  that  caufe,  and 
there  were  many  inftances  of  rather  a  confluent  fort  (even  under  inoculation) 
yet  the  fymptoms  were  on  the  whole  mild,  and  free  from  malignancy  :  with 
thofe  who  had  been  inoculated,  a  rednefs  of  the  fkin,  accompanied  with  a 
fmall  rafli,  very  commonly  attended  the  eruption,  and  proved,  as  is  ufually 
the  cafe,  an  indication  of  a  mild  difeafe. 

The  fcarlet  fever,  which  commenced  laft  month  in  the  neighbouring 
villages,  continued  to  make  its  progrefs  toward  the  metropolis  ;  however,  it 
was  rare  there,  but  fliould  the  weather  become  warm,  we  may  expedtit  to  be 
frequent.  The  urticaria,  or  nettle-rafh,  prevailed  very  much,  but  in  its  ufual 
mild  ftate,  fo  as  to  require  no  medical  alMance.  Apoplexy  now  and  then 
occurred,  as  alfo  paralytic  and  rheumatic  affedions,  but  not  fo  frequently 
as  to  deferve  particular  notice. 
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Meteorological  Journal,  June  1793. 
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Observations  on  the  Diseases  in  June  1793. 


THE  fcarlet  fever  began  to  prevail  very  early  in  the  month,  and  increafed 
in  frequency  as  it  advanced,  particularly  at  the  wellern  part  of  the 
town,  but  all  its  fymptoms  were  mild  ;  fwellings  of  the  tonfils  and  glands  of 
the  throat  (as  is  ufual)  accompanied  it,  but  fuppuration  very  feldom  took 
place.  The  weather  being  warm,  free  admiffion-of  air  into  the  apartments 
of  the  fick  was  benefici;i.l,  the  fever  was  moderated  by  it,  and  the  exceffive 
debility  which  frequently  fucceeds  this  difeafe  was  in  a  great  degree  pre- 
vented :  acid  gargles,  when  the  throat  was  afFefled,  were  particularly  ufeful ; 
and  ripe  fruit  proved  beneficial,  by  keeping  the  bowels  in  a  proper  ftate,  and 
tending  to  check  the  putrid  fymptoms.  The  fmallpox  flill  continued,  and 
was  more  malignant  than  in  the  preceding  month ;  in  the  natural  ftate  it  was 
moftly  of  the  confluent  kind.  It  is  ufual  under  inoculation  to  prepare  the 
body  for  this  difeafe,  by  giving  mercurial  medicines  in  alterative  dofes, 
from  the  time  of  infei  ting  the  matter  till  the  appearance  of  the  eruption,  and 
daily  experience  proves  its  utility  ;  yet  this  medicine  has  feldom  been  given 
in  the  natural  difeafe  :  but  it  is  an  eftabliftied  fa£t,  that  corrofive  fublimate 
in  particular,  mixed  only  with  fugar,  and  in  a  fmall  dofe  twice  or  three  times 
a  day  from  the  firft  appearance  of  the  eruption,  will,  even  in  the  worft  con- 
fluent kind,  render  the  fymptoms  much  milder,  and  affift  very  much  in  con" 
dufting  the  patient  through  the  difeafe.  The  urticaria  likewife  continued. 
Apthous  ulcerations  of  the  mouth  and  fauces,  were  very  prevalent,  but  in 
general  without  fever,  or  any  other  unpleafant  fymptom.  The  hooping- 
cough  was  alfo  very  prevalent,  but  extremely  mild. 
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Observations  on  iiZ'^. Dis e ase s  in  July  1793. 


'TP HE  fcarlet  fever  began  to  decline  early  in  the  month,  and  before  its 
termination,  was  a  rare  difeafe.  Inflammatory  fore  throat  was  the  moft 
prevailing  complaint;  the  tonfils  were  in  general  much  enlarged,  and  fuppu- 
ration  frequently  took  place ;  the  fever  which  accompanied  it  was  for  the 
moil  part  confiderable  :  the  ufe  of  gargles  fully  faturated  with'  the  mineral 
acids,  and  inhaling  the  vapour  from  boiling  vinegar,  relaxed  the  inflamed 
glands,  and  by  increafmg  the  fecretion  of  mucus,  proved  abundantly  ufeful ; 
when  thefe  remedies  were  ufed  early,  fuppuration  feldom  took  place  ;  blifters 
to  the  throat  were  very  beneficial,  and  after  proper  evacutions,  when  the  fever 
began  to  fubfide,  bark,  ufed  as  a  ga.-gle,  and  taken  as  a  medicine,  foon  com- 
pleted the  cure.  The  fmallpox  and  meafles  appeared  here  and  there ;  the 
fymptoms  of  the  former  were  fimilar  to  thofe  of  the  laft  month,  and  the  latter 
were  very  mild.  Small  angry  eruptions,  which  terminated  in  a  defquamation 
of  the  cuticle,  were  particularly  frequent  in  fcrophulous  habits  ;  perfpiratlon, 
produced  by  the  heat  of  the  weather,  feemed  to  occafion  them,  but  much  re* 
lief  was  in  general  experienced,  and  many  uneafy  fenfations  peculiar  to  fuch 
habits  were  removed,  on  their  appearance.  Great  proliration  of  ftrength, 
accompanied  with  confiderable  depreiTion  of  fpirits,  in  perfons  of  a  full  and 
lax  habit,  univerfally  prevailed  :  thefe  fymptoms  may  veryjuftly  be  attributed 
to  the  uncommon  heat  of  the  weather,  the  thermometer  having  rifen  higher 
this  month  than  it  has  done  for  many  years  paft.  In  the  latter  part  of  the 
month,  when  the  weather  became  cooler,  autumnal  diarrhoeas,  with  cholera 
morbus,  were  very  prevalent ;  but  thefe  difeafes  were  even  met  with  during 
the  greateft  heat,  and  evidently  proceeded  from  the  imprudent  expofure  cf 
the  body  when  heated,  and  from  drinking  la-gely  of  cold  liquors ;  fome  few 
cafes  of  anafarca  were  likewife  produced  by  the  fame  means  ;  and  the  eating 
of  cold  vegetables,  fuch  as  cucumber,  and  unripe  fruit,  contributed  alfo  to 
the  former  difeafes  :  laxatives  of  rhubarb  frequently  repeated,  reftoring  the 
perfpiration,  and  drinking  plentifully  of  weak  diluting  liquors,  foon  removed 
thefe  complaints. 
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'T'  H  E  difeafes  of  this  month  differed  fo  little  from  thofe  of  the  laft,  as 
fcarcely  to  merit  particular  notice.  Inflammatory  fore  throat  (HI!  con- 
tinued frequent,  but  the  moft  prevailing  complaints  were  cholera  morbus  and 
diarrhoea ;  they  yielded  very  readily  to  the  moll  gentle  remedies,  and  wera 
feldom  difeafes  of  more  than  two  or  three  days  duration.  Scarlet  fever  novv 
and  then  occurred,  but  with  no  peculiar  fymptoms  ;  and  toward  the  latter 
part  of  the  month,  fmallpox  became  more  frequent,  and  was  pretty  generally 
confluent, 
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Observations  o«  the  Diseases  in  September  179^. 

TH  E  fmallpox  Increafed  in  frequency  during  this  month,  and  were  almolt 
univerfally  confluent,  but  did  not  on  the  whole  prove  very  fatal.  _  The 
iiooping-cough  was  likewife  common,  but  rather  mild.    New-born  infants 
were  more  than  ufual  affefted  with  the  thrulh,  and  likewife  with  flight 
catarrhs,  both  of  which  yielded  very  readily  to  the  accuftomed  remedies. 
Agues  were  likewife  common,  but  their  origin  could  in  general  be  traced  to 
a  refidence  in  a  low  and  marlliy  fituation  in  the  country ;  they  did  not  prove 
obftinate.*  Peripneumonic  and  pleuretic  afFedtions  were  rather  frequent  to- 
ward the  middle  of  the  month,  but  were  not  fevere,  and  yielded  readily  to 
bleeding  and  antiphlogiftic  remedies.    The  croup,  which  had  been  dormant 
for  feveral  months,  again  prevailed  :  as  this  is  a  difeafe  which  fcarcely  admits 
of  a  cure  unlefs  in  its  early  ftage,  and  as  from  the  mildnefs  of  the  fymptoma 
on  its  firll  attack,  it  occafions  no  apprehenfions  to  perfons  unaccullomed 
thereto,  it  may  not  be  improper  to  give  fome  account  of  it.    Cold  feems  to 
be  the  predifpofmg  caufe  to  this  difeafe,  which  adts  moi'e  powerfully  when 
united  with  moifture  :  it  is  met  with  moft  frequently  in  low  and  marlhy  fuua- 
tions,  particularly  in  the  neighbourhood  of  the  fea,  and  more  efpecially  if 
open  to  the  eaft,  or  north  ;  it  does  rot  appear  to  be  contagious  ;  and  it  very 
rarely  attacks  infants  at  the  breaft,  or  children  above  ten  years  of  age,  bun 
between  thefe  periods ;  and  the  nearer  they  are  to  the  time  of  weaning,  the 
more  liable  are  they  to  the  difeafe.    Jt  makes  its  attack,  in  general,  with  the 
common  fymptoms  of  catarrh  (though  now  and  then  the  dilHnguiftiing  marks 
of  the  complaint  appear  at  firft)  thefe  are  foon  fucceeded  by  fever,  accom- 
panied with  afenfe  of  tightnefs  acrofs  the  cheft,  and  a  difliculty  in  refpiration, 
though  not  any  in  deglutition  ;  but  the  dilUnguifhing  fymptom  of  the  difeafe, 
is  a  peculiar  noife  or  ihrillnefs  in  coughing  or  fpeaking,  and  even  in  refpira- 
tion, as  if  the  air  was  forced  through  a  metallic  tube.    Though  the  cough  is 
in  general  dry,  yet  films,  accompanied  with  a  fluid  having  the  appearance  of 
purulent  matter,  are  fometimes  expeftorated,  and  occafionally  a  tube  of  con-' 
creted  mucus,  having  the  form  of  the  windpipe,  has  been  coughed  up.  It 
has  proved  fatal  in  one  or  two  days  from  its  attack,  but  in  general  it  runs 
on  to  four  or  five;  a  fpafmodic  afi'eflion  cf  the  windpipe,  and  an  inability  to 
breathe,  feizes  on  the  patient,  who  in  general  expires  fuddenly  in  this  way. 
On  diffeftion,  the  trachea  is  in  general  found  lined  with  thickened  mucus, 
refembling  a  membrane,  which  in  fome  inftances  nearly  filled  up  the  cavity; 
underneath  this  is  a  fluid  refembling  purulent  matter,  with  which  the  branjj.,^ 
are  likewife  very  much  loaded.    It  appears  to  be  a  truly  imflammatory 
difeafe.    General  as  well  as  topical  bleedings  in  the  early  part  of  the  difeafe 
are  much  to  be  depended  on;  leeches  applied  to  the  throat,  and  the  bleeding 
encouraged  by  fomenting  with  warm  water,  prove  very  uleful  ;  a  blitler  may 
afterward  be  applied  to  the  fame  part  :  adive  emetics  fliould  by  no  mcaris 
be  omitted,  but_  frequently  adniiuillcred  during  the  continuance  of , the  dif- 
eafe ;  and  inhaling  warm  vapours,  particularly  thofc  aiifing  from  vinegar 
mixed  with  boiling  water,  prove  ufeful  ;  the  bowels  fliould  likewife  be  kept 
in  a  gentle  laxative  Hate.    Vitriolated  zinc  has  been  particularly  recom- 
mended as  an  emetic;  but  it  does  not  feem  to  poOefs  any  fuperiority  over 
other  emetics,  except  from  the  quality  it  has  of  more  fpeedily  exciting  the 
ftomach  to  adion  ;  it  may  therefore  be  given  in  thofe  cafes,  where  the  danger 
IS  fo_  urgent  as  to  to  reader  it  unfafe  to  wait  for  the  operation  of  other 
emetics. 
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Observations  on  the  Diseases  in  October  1793. 


'T'HIS  month  was  on  the  whole  healthy,  and  the  difeafes  which  prevailr 
ed,  were  fimilar  to  thofe  of  the  preceding  one  ;  the  fmallpox  was  not 
quite  fo  frequent,  but  Hill  continued  confluent,  and  was  rather  more  fatal. 
Gout,  which  is  the  difeafe  of  the  feafon,  was  very  prevalent ;  and  where  the 
rheumatic  fever  occurred,  it  principally  attacked  thofe  who  were  before  ac- 
cuftomed  to  that  complaint.  Many  perfons  were  afflifted  with  the  mumps, 
which  was  the  moft  prevailing  difeafe.  To  the  account  of  croup,  given-  lafl: 
month,  it  has  Ijeen  obferved,  that  children  afflidled  with  fcrofula,  or  thofe  born 
of  fcrofulous  parents,  were  moft  liable  to  that  difeafe. 


C  n  ] 


MfitEOROLOGiCAL  JouRNAL,  November  1 793. 


D.  H.  Baro.  T.out  T.  in  Hyg.  C.  Wind 


19 
20 
zi 

22 
23 
^4 

25 
26 
27 
28 
29 


29,63 
29,71 

29,90 
29,66 
29,67 
29,64 
29,46 
29,67 
29,66 
29,87 
29,90 
29,99 

29>97 
29,92 
29,76 

9>54 
29,52 
29,11 
29,21 
29,22 
29,41 
29,71 
29,58 
29,30 
29,32 

29)47 
29,51 

29.54 
29.50 
29.47 

29.49 
29>6j 

19,66 
29,6  (; 
29,68 
29,58 
29,60 
29,84 
29,87 
30,01 
30,oi 
30,01 
29.97 
29.97 
29.93 
30,09 
30,12 
30,32 
30,34 
30,34 
30,33 
30,15 
50,25 
30.33 
30,33 
30,37 
30,36 

30.37 
"^0,77 


38,5 
44 
33.S 
44.5 
46.S 
50 
41 
45 
37.5 
47 
40.5 
47 
40 
46 
37 
45.5 
40 

48,5 
49 
49 
46 

49: 

38 

47 
51 
53 

42,5 
49,5 
43,5 
50 

47,5 
50 

49 
51 
52 

55 
49 
54 
46 

52 
49 
51 
44 
51 

46,5 
51.S 
45.5 
47.5 
45.5 
44,5 
45.5 
43.5 
44 
49 
45.5 
46.5 
46 

47.5 

'?2,5 

45-5 


50 
52 
44 
50 
51 
53.5 
S',5 
52,5 
47>S 
52 
49,5 
51,5 
49,5 
51 
47 
50 
47.5 
52,5 
52,5 
54 
55 
54,5 
47 
52 
54 

55 
48 

55 
50 
55 
52 
56,5 
55 
56,5 
56 
57 
55 
57 
55 
57 
54.S 
56 
54 
55 
54 
56,5 
51,5 
54,5 
53.5 
49,5 
5^.5 
53 
50,5 
53,5 
50,5 
53 
52.5 
53.5 
5-^ 
53 


50 
47,5 
50,5 
48 

54 
47 
55 
52.5 
52 
48 
52,5 
49 
SI 
48 

55 
52,5 
52,5 
5',S 
55 
50 
50,5 
48,5 
56 
57.5 
55 
50,5 
52,5 

49 
60 

52,5 
60 

54 
64 
57 
56 
56 
56 
52,5 
55 

52,5 
57 

5S 
S9> 
70,5 

59 
61 

58 
53 
52 

55 
52,5 
56 
56 
62 

53,5 
55 
52 
54 
53.5 


Weather,  &c. 


WNW  I 
NW  I 
WNW  1 
S  I 
SW  I 
W  I 
SW  I 
E  I 
W  1 
WNW  1 
NNW  1 
N  I 
NNW  I 
NNW  2 
N  o 
SE 
W 
S 

WSW 
SW 
NW  ( 
W  1 
N  I 
E  I 
SSW  2 
SW  2 
SW  I 
SW  I 
SE  I 
SE  2 
E  2 
E 
E 

ENE 
SE 
SE 
ENE  I 
S  I 
SE 
E 
E 
E 
E 
E 
E 


foggy 

hizy 
hjzy 

.  more  cloudy ; 
hazy 

.  much  rain 
.  rain 
.  fine 

.  foggy  eve 

foggy 


tain.  Hne 


foezy 


I 
I 

I 

I 

I 
I 
I 
1 

E  2 
E2 
E  2 
NE  1 
NE  1 
NE  1 
NE  I 
NNE  1 
N  1 
N  1 
E  1 
NE  1 
NNE  2 
NNE  1 
N  I 


more  cloudy 
.  little  rain,  clear  night 
.  wind  E  :  little  rain 
.  chiefly  gentle  rain 

foggy 

cloudy  night :  much  raltr 
little  rajn<  line 
.  rain  at  night 
foggy,  wind  W 

.  little  wet 

.  rain,  windy  night  and  chiefly  fine 

:  cloudy 

.  clear  night 

.  few  clouds  but  hazy 

hazy,  foggy  eve.  fine 

foggy,  cloudy 

:  little  lain 

foggy 

foggy 

,  rain  at  times 

gentle  rain,  lefs  cloudy  eve  and  chiefly  fair 
hazy 

.  fine  night  but  hazy 
hazy 

continual  fog 
continual  fog 
.lefs  foggy 
.  fine  night 
.  fine 

hazy,  foggy  eve,  fine 
.  fine 
hazy 


little  wet  at  night :  fin! 
cloudy 


;  little  rain 

hazv.  fine  eve.  cloudy  :  little  rain 


[   ^5  J 


Observations  on  the  Diseases  in  November  1793. 


THE  fmallpox,  which  ufually  declined  at  this  feafon  of  the  year,  was  on 
the  contrary  more  frequent ;  it  ftill  continued  to  be  confluent,  was  fre- 
quently accompanied  with  petechia,  and  the  mortality  very  confiderable ; 
when  it  proved  fatal,  it  was  commonly  about  the  fourteenth  day,  but  many 
inftances  occurred  of  its  becoming  fo  on  the  fourth  or  fifth ;  the  mouth  and 
fauces  were  in  general  much  covered  with  the  eruption,  and  the  breathing 
from  the  firft  attack  of  the  difeafe  was  difficult ;  keeping  the  patients  in  the 
open  air  during  the  eruption  was  very  beneficial,  as  the  number  of  puftules 
was  confiderably  leffened  and  the  danger  tliereby  diminiflied ;  bark  and  mi- 
neral acids  were  the  beft  remedies  for  the  putrid  fymptoms,  and  opiates  oc- 
cafionally  adminiftered  proved  abundandy  ufeful  in  abating  irritability,  and 
thereby  leffening  fever.  Scarlet  fever  again  prevailed  in  the  neighbourhooc', 
and  proved  rather  fatal,  but  was  ftill  a  rare  difeafe  in  'town.  The  meafles 
were  likewife  very  frequent,  but  mild.  Catarrhs  were  pretty  univerfal,  but 
children  were  more  particularly  affedled  by  them. 
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29,73 
29,63 

a9'47 
29>44 
29,46 

»9.55 
a';»S5 
29,46 
20,26 
28,89 
28,94 
29,22 

29,40 
29,68 

a9>73 
29,92 

i9'93 
3^' 1 3 
30,12 

29)97 
29>95 
29,86 
29,86 

jy.97 
30,02 
30,09 
30,01 
29,77 
29,68 


T.in 


45.5 
41)5 
42.5 
33 
38,5 
33.5 
41 
4^.5 
44)5 
3'5 
39)5 
42.5 
44)5 
44.5 
46 

'13 
49 
49 
53.5 
50)5 
53 
56 
55 
49 
51 

47.5 
5'. 5 
^'.5 
5° 
41 
48)5 
5^)5 
52 
45.5 
49.5 
39 
39.5 
40.5 
45 
43 
47 
46 

47>5 
44, 
46,5 
4^)5 
43 
41 
4^,5 
40,5 
41 

39 
40 

37 
39 
31. S 
34)5 
39>5 
40 


Hyg. 


5° 
5^ 

■>o 

5^ 
48 

49 
42 

45.5 
42,5 
46.5 
47.5 
49.5 
43.5 
47 
49)5 
49 
48,5 
50 
49 
52 
53 
55 
54)5 
55. 5 


58 
58.5 
55 
58 
53.5 
57 

56,5 
57 
48 

53 
55  . 
56. 
5^.5 
55 
51 

50.5 
49)5 
51 
5° 
52.5 
52 
52)5 
50 
5^.5 
5° 
51 

47)5 
5^ 
46.5 
49 
46 
46,5 

44.5 
4; 
44)5 
44.5 
44 
^6,5 


59 

54 

56 

5^)5 

55 

51 

48 

46,5 

52 

51.5 

5',5 

SI 

SI 

51 

s^.s 
51 
52.5 
50,5 

55 

49 

65 

57, 

54 

51 
61 

53 
54,5 
54,5 
55 
5^ 
56,5 
49 
51 
S3 
57 
54 
52 
51 
52 

53: 

S3 
SI 
57 
56- 
S6 
5^) 
55 
54 
51 
50 

52; 

53 
55 
S3 
53 
49. 
5^ 
52 
50. 
52 
Si! 
47 


Wind. 


^NNE 
NNE 
ENE 
ENE 
NNE 
E 

ESE 
SW 
SW 
WSW  I 
W  I 
W  I 
\V  1 
V/  I 
W  I 
WSW  1 
SSW  1 
SSW  2 
S  I 


Weather,  &c. 


S  2 

S 

SW 

SW 
SSW 
SSW  2 

SW 
S 

SSE 
E 
E 

S  I 
NW  I 
SW  I 

S  2 

SiW2 

S  3, 
S  I 

S  2 

SSW  o 
SSW  o 
ESE  J 
S  I 
S  I 
SSE  2 
ESE 
ESE 
NE 
NE 
NE 
NE 
NE 
NE 
NE 
NE 
NE 
N 
N 
N 

N  o 
No 
S 

SSE  I 


drizzling  rain  at  times 
little  rain  at  times 

hazy,  more  cloudy 

ittle  wet ;  lefs  cloudy 
hazy,  cloudlefs  eve  but  hazy 
foggy 

fogey,  cloudlefs  night  but  hazy 
ontinual  fog 


foggy,  clear  night 
little  rain 

foggy,  fine 
fine  night,  cloudy 

cloudy  night :  clear 
fine 

little  rain  in  the  night 
chiefly  gentle  rain 
I  little  rain  at  tinies 


.  cloudy  and  rain  at  times 
gentle  rain  ;  fine 
.  lefs  wind  and  clear  eve 
.  fine :  hazy 
.  little  la'n  in  the  night 
hazy,  cloudy 

more  wind  and  much  ram  at  ni^ 
foggy  and  gentle  rain  :  fair 

fine  eve.  clear 
hazy  :  cloudy,  rain 
h  efly  rain 
little  tain  at  times 
rain  at  times,  fine  and  ihowers 


very  foggy  :  few  clouds  but  foggy 
foggy,  "very  foggy,  fine  night 
cloudy 

more  cloudy,  rainy  night :  fine 
cloudy  :  little  rain 
little  rain.  fair,  rainy  night 
little  rain,  fine  :  cloudy 
litile  rain,  fine  eve 


hazy,  more  cloudy 

chlcfiy  drizzling 
hazy,  little  wet 
foggy 

foggy 

foggy 
.  fine 


fair 


.  clesr  night  t 
continual  fog 
continual  fog 


fogey 
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Observations  on  the  Diseases  in  December  1793. 


TH  E  fmallpox  continued  to  prevail  very  much  in  the  beginning  of  the 
month,  but  in  a  much  milder  forms  the  puftules  were  in  general  dif- 
tind,  and  though  the  weather  was  warm  for  the  feafon  of  the  year,  yet  the 
putrid  and  malignant  fymptoms  had.nearly  difappeared  :  toward  the  latter  part 
of  the  month,  it  became  much  lefs  frequent.  .  All  the  difeafes  of  the  lall; 
month  had  a  putrid  tendency,  which  was  not  the  cafe  in  this :  quite  at  its 
clofe  truly  inflammatory  difeafes  began  to  occur,  fuch  as  pleurifies,  with 
acute  rheumatifm ;  rheumatic  affeftions  were  indeed  cbmmon  in  the  early 
part  of  the  month,  but  they  were  unaccompanied  with  fever,  and  were  more 
generally  -confined  to  the  head  and  face  :  warmth,  with  the  application  of 
blifters  behind  the  ears,  proved  in  general  the  beft  remedies.  Apoplexies 
were  rather  frequent,  and  likewife  paralytic  afFeftions,  which  proved  in  many 
inftances  fatal  to  fuch  as  were  advanced  in  years,  or  who  had  been  fubjedl  to 
_  former  attacks.  The  fcarlet  fever  was  ftill  occafionally  met  with,  as  were 
the  meafles,  but  both  were  very  mild,  and  required  little  aflillance  from 
medicine.  Adhmatic  people  began  to  feel  the  change  of  the  feafon;  and 
perfons  in  general  labouring  under  difeafes  of  the  lungs,  experienced  aa 
aggravation  of  all  their  fymptoms. 

General  Obfer-vations. 
On  the  whole  this  has  proved  a  healthy  year ;  no  epidemic  marked  with 
any  particular  malignity  has  prevailed,  unlefs  we  except  the  fmallpox,  which 
in  two  or  three  of  the  latter  months  prevailed  much,  and  was  ratlier  more 
than  commonly  mortal.  Scarlet  fever  has  been  common  in  the  adjacent 
villages,  but  in  the  metropolis  it  has'  not  been  particularly  frequent,  nor  by 
any  means  fatal.  Toward  the  end  of  the  year,  all  the  difeafes  which  pre- 
yailed  had  a  putrid  tendency. 


/ 
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GreateJijLeqft,  and  Mean  State  of     Barometer,  Thermometer, 
and  Hygrometer,  in  the  Tear  1793. 


'793 

Barometer. 

Thermometer  out. 

Thermomet'ir  in. 

Hygroneter. 

Great. 

Leaft 

Mean 

3reat. 

Leaft 

Mean 

Great. 

Leaft 

Mean 

Great. 

Leaft 

Mean 

Jan. 

29,01 

30,04 

19 

29 

39 

5 1 '5 

40,5 

+5.5 

So 

49 

54 

Leu* 

30,35 

29'34 

29,84 

52,5 

32 

420" 

53 

43 

48.5 

55'5 

47 

50,5 

iVjar. 

29,09 

29,88 

52,5 

32 

42 

55 

42 

+8,5 

62 

41.5 

48.5 

30,32 

29,29 

29,92 

58.5 

33 

45'5 

57'5 

44 

50.5. 

57.5 

39'5 

46.5 

;via.y 

30,32 

29''7 

30,02 

69 

44 

54.5 

64,5 

52 

57 

53 

34'5 

45 

June 

50,23 

29,72- 

29,99 

71 

48.5 

59 

66 

S4.5 

61 

52,5 

32 

44 

July 

30.34 

29,77 

29,91 

87 

55 

67 

78,5 

60 

69,5 

52 

35 

44 

Aug. 

30,32 

29'39 

29,98 

78 

63 

72 

58 

66 

5i>5 

39 

45.5 

Sept. 

30.49 

29'45 

30>05 

66 

|2,5 

55'5 

66,5 

55 

57.5 

39'5 

48.5 

OSt. 

30,50 

29,27 

30,02 

64.S 

37 

55.5 

66,5 

49.5 

60 

62,5 

46 

51 

Nov 

30'37 

29,11 

29,81 

55 

33.5 

46,5 

■57 

+4 

52,5 

70i5 

47 

54 

Dec. 

30^37 

28,76 

29,72 

3i'5 

45'5 

58,5 

42 

50,5 

6? 

46.5 

53 

Whol 
Year 

t 

.  30.55 

z8,7d 

)  29,9 

387 

29 

51,- 

78,5 

40,5 

56 

70,5 

I32 

48' 5 

n  1 


THE  END. 


